DANIELSON IMPROVED ANGLE 



Drop forged special analysis steel, full 
polished, 22^ degree angle, 12 point 
opening in handle, cleanly and accurate¬ 
ly broached, giving a sure positive grip 
for hexagon nuts. 

Each wrench is tempered throughout. 


Nos. 


... 206 

208 

Length, in. 


... 6 

8 

Capacity, in. 


... % 


Thickness of head. 

in. 



Thickest ix)int .. 


... M 

M 

Tip of jaw ..... 



V4 

Wt. each, oz. 


... 5 

8 

Per dozen . 


...$7.70 

9.60 

No . 



. 210 

Length, in. 



. 10 

Capacity, in. 



. lYs 

Thickness of head, 

in. 



Thickest point . 




Tip of jaw. 



. % 

Wt. each, oz. 



. 13 

Each . 



.$12.50 


One in a box. 




















